The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

OEVALL. PATRICK 
GOVeRNOH 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BiGBY, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSJONER 

10/26/2011 



Spencer Lord 

Assistant District Attorney, Suffolk County 
Dear ADA Lord, 

Enclosed is the iiifonnation you requested in regards to Commonwealth 
Included are copies of the following: 

1. Curriculum Vitae for Annie Dooklian, and Kate Corbett. 

2. Dnig Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 


Annie Dookhan was the custodial chemist and perfonned the preliminary testing and net weight for this 
sample. Kate Corbett was the confimiatoiy chemist and analyzed the GC/MS data for this sample. 

If you have any questions about these materials, please call me at the number below. 


Sincerely <7 



Annie Dooklian 
Chemist 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617)983-6622 


Folk OIG_PRR_041559 





Curriculuiu Vitae 


Annie Klian (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Cliemistiy. 

University of Massachusetts, Boston, Ma, Bacheior of Science in Biochemistiy. 

Experience: 

2003 - present 

Chemist I, II . Massachusetts Departtnent of Public Health, Drug Analysis Laboratory 

*Conipieted six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

^Responsible for the identification of illicit dnigs to deteiTnine violations of hamiflil and narcotic 
dmg laws. 

*Trained in the use of complex analytical instrumentation, microscopes and balances for the 
puipose of drug analysis. 

*Maintenance and repairs of all analytical instruments. 

*Responsib!e for the Quality Control of all analytical instnunents, reagents and controls/standards. 
*Oversee the Quality Control/Quality Assumnee progiam for the Drug Lab. 

^Writing, revising and reviewing Standard Operating Procedures (SOPs) and Protocols. 

*Notaiy Public. 

^Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001 -2003 

DC Analyst I. II . LiMMS-Massachusetts Biologic Laboratory, QC Material Contr ol 

^Completed proficiency tr aining conducted by a member of the staff witliin the MLB Quality 
Control and Quality Assurance Department. 

^Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

*Writing, revising and reviewing Standard Operating Procedures (SOPs). 

^Trained and supervised new chemists and interns for the department. 

*Routine QC testing of pr oducts for the FDA. 

*Trained in the use of complex anahdical instrumentation, and balances for the pur pose of QC 
analysis for product and validation pr ojects. 

*Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

*Complete testing of chemicals for Vendor Validation Project for the FDA. 

*Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - For ensics Professionals, (numerous trainings) 

GLP/GMP training with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GCVMS tr ainings with Agilent Technologies and Restek. 

HPLC and LC/MS/MS trainings with Water's Cooperation, 

FTIR training with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included: Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 


Employment 

Chemist II State Laboratory Institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 
the Massachusetts drug laws 

> Operate analytical instrumentation, microscopes and balances for forensic 
drug analysis 

Chemist I State Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug taws 

■> Operate analytical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health, Drug 
Analysis Laboratory in 2005. 

Research Associate (September 2003 - August 2005) 

SENSOR TECHNOLOGIES, INC - Shrewsbury, MA 

> Prepared chemistries used in making sensor beads 

> Generated and examined sensors employing fluorescence spectroscopy 

> Performed protein, dye and sugar assays using UVA/IS spectrophotometry 

> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS STATE POLICE CRIME LABORATORY - Sudbury, MA 

> Assisted in the gathering of case files to fulfill the National Institute of 
Justice’s No Suspect Backlog Reduction Grant 

> Observed in the Evidence, Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units 
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DEPARTMENT 


DRUG RECEIPT 


BOOK# &l 

page#_L3j: 


DESTRUCTION # 


Distnct/Unit 




Name 8t Rank of Arresting Officer 


Po 


ID# 


/..h 



To be completed by ECU personnel only 
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DRUG POWDER ANALYSIS FORM 

SAMPLE# AGENCY_ ANALYST 

No. of samples tested:_ Evidence Wt _ 


PHYSICAL DESCRIPTION: 

O0'^'-V€- 


Gross Wt I ); 0 • 

Gross Wt ( }:_ 

Pkg. WU_ 

Net Wt: tO . \ I (=> O 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ~') V 
Marquis ^ 

Froehde's_ 

Mecke's 


PRELIMINARY TEST RESULTS 

results rc^cru^ 

DATE 


Mlcrocrvstalllne Tests 

Gold 

Chloride _ 

TLTA ( -L- 
OTHER TESTS 


GC/MS CONFIRMATORY TEST 

RESULTS r PC g '.■viL 

MS 

OPERATOR \c c^c- 

DATE \-o 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # AGENCY _ ANALYST 

No. of samples tested:_ Evidence Wt _^ 











DRUG POWDER ANALYSIS FORM 


SAMPLE # 



AGENCY 


No. of samples tested; 


ANALYST 

-— 

Evidence Wt 


PHYSICAL DESCRIPTION: 


Gross Wt { !<i): c\ ■ Q i \ 
Gross Wt ( ^ ): o ■ 

Pkg. Wt;_ 

Net Wt: 


PRELIMINARY TESTS 

Soot Tests 

MIcrocrvstalllne Tests 

Cobalt 

'P_ Thiocyanate (- 

-) 

Gold 

^ Chloride -V 

^ Marquis 


2- TLTA { -) V 

2x-Froehde's_ 


OTHER TESTS 

^ Mecke's 

- 



PRELIMINARY TEST RESULTS 
RESULTS CO<^c^jr. 
DATE 1--\3-yO 


GC/MS CONFIRMATORY TEST 

RESULTS . 

MS 

OPERATOR _ 

DATE___xv Lfe- \ o_ 


Revised 7/2005 
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Sample #: 



# samples tested: 


2 - 


u 

Gross 

Weight 

Packet Weight 

Net 

Weight 


Gross 

Weight 

Packet Weight 

Net 

Weight 

1 

0 

O -o ^03 

0-\vS'b 

26 




2 

O 


O • \ ^s.2> 

27 




3 




28 




4 




29 




5 




30 




6 




31 




7 




32 




8 




33 




9 




34 








36 




11 




36 




12 




37 




13 




38 




14 




39 




15 




40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 




47 




23 




48 




24 




49 




26 




50 




Calculations; v-. _ , 

\3c>r\ =■ 0 - 5>o2>^ j ^ ~ 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\07_14_10\730904.D 

KAC 

14 Jul 2010 11:12 

BLANK 

1 

DRUGS 

RTE 




!rim0-> 2.00 2,50 3.00 3.50 4.00 4,50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


730904.D Tue Oct 25 14:50:57 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\07_14_10\730905.D 

Operator : KAC 

Date Acquired : 14 Jul 2010 11:26 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 

■ i 
i 3000000) 

' 2500000- 

■ i 

i j 

' 20000001 

I 1500000I 

^ 1000000i 

i 5000001 


|Tim0-> 2.00 iso 

3.00 3.50 4.00 4.50 5.00 

6.b 6.00 

e.feo ' 7.00 ' ' 7. bo ' 8.00 8.50 ' 9.00 9.50 ' ' ' ' 1 

Ret. Time 

Area 

Area % 

Ratio % 

4.776 

■ 3103653 

100.00 

100.00 


TfC: 73O905:cr 

4|78 

I 


730905,D Tue Oct 25 14:51:01 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\07_14_10\730905.D 

Operator : KAC 

Date Acquired : 14 Jul 2010 11:26 

Sample Name : COCAINE STD 
Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C;\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.78 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


























Area Percent / Library Search Report 


Information from Data File; 

Pile Name : F:\Q3-2010\SYSTEM4\07_14_10\730908.D 

Operator : KAC 

Date Acquired : 14 Jul 2010 12:07 

Sample Name : BLANK 
Submitted by : ASD 
Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTF 


Abundance TIC: 73Q908.D 



hrime-> ^2.00 2.50 3.00 3.50 4.00 4.bo 5.b0 5.50 6,00 6.bo 7.00 7.50 8.6o 8.50 9.bo 9.50 


Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


730908.D Tue Oct 25 14:51:15 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730909.D 

KAC 

14 Jul 2010 12:20 


ASD 

9 

DRUGS 

RTF 


Abundance 

I 50000001 
I j 

I 4000000: 

; 30000001 

; 2000000 ; 


j\c:rmmw.D 

4JB 


[: 

\ 


1000000 


0 


4.00 


2.02.29 


N.92 


!Time-> 2.bo 2.^0 3.00 3.5Q 4.00 4.50 5.00 5.60 6 .bo 6.50 7.bo 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


2.050 

290923 

3.91 

4.98 

2.288 

204941 

2.76 

3.51 

3.996 

969036 

13.. 03 

16.58 

4.779 

5843542 

78.58 

100.00 

4.922 

127679 

1.72 

2.18 


730909.D Tue Oct 25 14:51:19 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730909.D 

KAC 

14 Jul 2010 12:20 


ASD 
9 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2.05 C:\DATABASE\PMW_TOX2.L 

Cocaine-M/artifact -1120 
MDA-M (desmethylenyl-methyl ■ 
Metipranolol-M/artifact AC 


000000-00-0 98 

ME @ 000000-00-0 37 

000000-00-0 25 


Abundance 


80 i 


60 i 


40: 


;42 


20^ 


57 


162 


73"090g:D'(-) 


82 


106 


0W4 


j 181 

122 j 

i| 138 li 166 i 

I - i 


i !, 203 229 246 266281 303 327 353 375389 405 421 445 469 493; 

m/z-> 40 60 80 100 'lio 140 'l60 180 200 2^0 240 2^0 2:^0 306 320^ 340 3^0 3^0 400 Tio 440 460 48 0 J 

Abundance #3574: Cocaine-M/aHifacr-HSO ....I 


80 i 


152 


60 ^ 


40: 


20^ 


0 \: 


82 


122 


181 


106 ;; 


: 138 


i 166 


40 60 80 lOO 120 140 160 180 200 220 240 260 280 300 320 340 360 38o 400 420 440 460 480 


730909.D 


Tue Oct 25 14:51:20 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730909.D 

KAC 

14 Jul 2010 12:20 


ASD 

9 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2.29 C:\DATABASE\PMW_TOX2.L 

Cocaine-M (methylecgonine) 
Cocaine 

Selegiline-M (nor-HO-) 2AC 


007143-09-1 96 
000050-36-2 36 
000000-00-0 9 


Abundance 


82 


Average to 2^530 min":T3U909II{-) 


80 i 


60; 


96 


40 


;42 


20 ; 


'm/z--> 40 


68 


112 


ri-. 




199 


216231 247 269283 300 329 345 363 388 415 431 448 466 492: 


eO ' 80 ' 100 120 140 1&’ 180' 2b0 2^0' 240 2 ^ 280 300 320 34o 36o' 380 466 420 440 46o' 460' 


Abundance 


80 


82 


WOTTCocalne-M {methylecgonine) 


60 


40 


96 


20i 


199 





140 

168 




Oi: . 

m/z-> 40 60 

i 1 




- . .-•it . 

TO 100 iTO 140 

160 "180 ‘206 

226 240 260 

280 300 

320 340 Too 3^6 460 4io 4 <io 

730909.D 

Tue 

Oct 2 5 

14:51:20 

2011 

Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_i0\730909.D 

KAC 

14 Jul 2010 12:20 


ASD 

9 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.00 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 


Abundance 


80| 


60' 73 

101 

I 

121 

i 20i : i 


i ' M 



1 87 


148 


Average of 3.970 to 4:O6(mn.: 730g0-9:D-(-) 


204 


176 


162 


219233248 265 281 303317 343 360 377 406420 443468 


m/r-> 40 60 80 ' 100 120^ 140^lOo"i80 200 '226’ 2^0 260 ^0 366' sio 340 360 360 400 420 44o' 460 

[Abundance 


478 497 : 
4^0 i 


80; 


148 


'#T^83'6‘0: Imld3zb[2,1 -5]Ma2b!e, "275^ 5,6'-telrabydr6-6-pheny 
204 


60i 


40; 


20 : 


01 


51 


101 1 




73 : : 




! 127 

; 1 M i 

176 



jJ_ OT _i_. i 





40 60 80 100 120 140 160 ld0 200 220 240 260 


730909.D 


Tue Oct 25 14:51:21 2011 


300 320 340 360 380 400 420 440 460 400 

Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730909.D 

KAC 

14 Jul 2010 12 :20 


ASD 

9 

DRUGS 

RTF 


Search Libraries; C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4 4.78 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 

i ^ 

Averap of 4.747 to 4.874 min.: 7T09U9Xf (-) ; 

: • i i 

8or 

; I i 

182 . 

60; ; 

i ■ 1 

I : 

! 40| 

1 ! 

i 1 

105 i I 

' 1 I Hi 

; ; . . 68 ■ ■ 

i : i . > = • 

n : H H * M , !. : ■ ■ !. 

! 122 : 198 303 

ii 138''^2166 I ; 212227241255 : 288 i 327 343357 383 401 420 443 464 490 1 


;ni/z-> 4b lob^i^o 140 ieo "^180 200 2i0 240 260 ’2bb 300 360 360 400 420 440 460 480 


Abundance 


32 




801 
60 ! 


182 


i 


40: 


20 


42 


105 


68 : 


122 


198 


272 


303 


Q, .. .. : i Z14 244 ; 

mlz-~> 40 ' 60 ' 80 100 120 l-io 160 180 200 220 240 260 280 300 32o' 340 360 380 400 420 440 460 480 


730909.D 


Tue Oct 25 14:51:22 2011 


Page 5 


Folk OIG PRR 041577 



















Area Percent / Library Search Report 


Information from Data Pile 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730909.D 

KAC 

14 Jul 2010 12:20 


ASD 

9 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

; 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


4.92 C:\DATABASE\NIST98.L 
Pyrene 

Fluoranthene 

Fluoranthene 


000129-00-0 47 
000206-44-0 47 
000206-44-0 43 


Abundance 


80.^ 


60; 


40: 


20 ; 


0;:. 

2'0 


Abundance 
i i 


80 i 


51 


103 


77 


117 


Avera^of4:9“o“i . 

202 


147 


174 


40 ’' eb' 8b 100 


.131 , : ; 188 i 221236250 267281 296310 326 343 359373 389403 429 450 468 

66 iio 140 j6o_ 2^^ 260 _260 300 326’ 340 366 380 '466 42o 440^4^0 ' 

. ■#126261: Pyrene 

292 


60: 


40 i 


201 


101 


qI 34 50 64 ; 


87 


122 150 174 iil 

;m/z-> 20 40 6‘0 80 100 l20 i46 1 60 180 200 220 240 260 26O 300 320 340 360 380 400 420 44o 46o 


730909.D 


Tue Oct 25 14:51:23 2011 


Page 6 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P;\Q3-2010\SYSTEM4\07_14_10\730910.D 
KAC 

14 Jul 2010 12:34 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


730910.D Tue Oct 25 14:51:27 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data. File: 

File Name 

F:\Q3-2010\SYSTEM4\07 14 10\730911.D 

Operator 

KAC 

Date Acquired 

14 Jul 2010 12:47 

Sample Name 


Submitted by 

ASD 

Vial Number 

11 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Abundance 


4j78 

TIC: 730911:0- i 

6000000: 




5000000; 


i 

j 

j 

4000000; 




3000000 




2000000: 

4.00 



1000000; 

i 

I 


i 2.02.29 

0 ; T -- - • 


ji4.92 


rime-> ibo 2.50 3.00 

’3,50 4.00 ' 

4.bo' ' 5.00 

' 5.50 6.00 ' 6.50 ' 7.00 ' 7.50 ^ 8.00 8.50 ' ' 9.00 ' ; 9.50 ' ' i 


Ret. Time 

Area 

Area % 

Ratio % 

2.050 

320678 

3.25 

4.09 

2.288 

189478 

1.92 

2.41 

3.996 

1334844 

13.52 

17.01 

4.779 

7848688 

79.50 

100.00 

4.922 

179197 

1.82 

2.28 


730911.D Tue Oct 25 14:51:31 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 

F:\Q3-2010\SYSTEM4\07 14 

10\730911 .D 

Operator 

KAC 


Date Acquired 

14 Jul 2010 12:47 


Sample Name 



Submitted by 

ASD 


vial Number 

11 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 2.05 C 

:\DATABASE\PMW_T0X2.L 
Cocaine-M/artifact -H20 

000000-00-0 98 


Metipranolol“M/artifact AC 

000000-00-0 25 


DMA 

002801-68-5 17 


jAbundance 


1^2 


Av^e of■2:0'11B1^2:TZ4 


80^ 


60: 


40! 


142 


20 : 


82 


57 


181 


106 


122 I 

138 ; t66 


201 217 241 270 285 313 341 359 383 405 423438 


m/z-> 40 ' 6^' 80 100' 120' 'l40 l0o 180 200 2Z6 240 260 280 300 320 340 360' 380 '460' 440 


473488 
460 480 


Abundance 


152 


¥3~574: "Cocaihe-M/artifacr-R20 


P753 


80 i 


60 ? 


40: 


20 ] 


82 


122 


181 


. 106 


138 :: ■' 6 ® 


'm/z-> °4b 60 80 160 'lio l4b 160 '160 200 220 iio 260 ’286 300' 320’ 340 'sbo '380' 400' 4^6 440 460 480 i 


730911.D Tue Oct 25 14:51:32 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3~2010\SYSTEM4\07_14_10\730911.D 

KAC 

14 Jul 2010 12:47 


ASD 

11 

DRUGS 

RTE 


Search 

Libraries : C:\DATABASE\SLI.L 

Minimum Quality 

: 90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 

: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

2.29 

C : \DATABASE\NIST98.L 





Ecgonine methyl ester 

106293-60-1 

97 



Methylecgonine 

007143-09-1 

96 



Methylecgonine 

007143-09-1 

96 

iAbundance 

82 

Average of 2:2B7To’2:33DTf«jT,: 730911 : D (-) 


1 

i 

8 O; 

I 96 



! 

j 


60 


40, 


:42 


20 i 


68 




o'V,!, ,CiLL4 i 215 234 258 280 309 342 357 377 407 

ni/z-> 40 ' 60 80 l6o 120 140 l6o" 180 '2O0 220 240 260 280 'sOo 320 340'l60 ’sSO 400 4^0 iio 


464 494 

460 460 ' i 


Abundance 


80: 


82 

: 96 


cgoi^ne m ester 


60 i 


40; 


;42 


20: 




68 : 1; 112 


199 


168 


140 


182 


■ || 1^6 J 154 I 


hi/z-> 4 b 6b 80 160^120 i,^b ’ibo' 'lab 260' 220 240 260'2^0 abo 320 340’ 360 abo 400 42b 44b 4 bo' 48 o 
730911.D Tue Oct 25 14:51:33 2011 Page 3 


Folk OIG PRR 041582 
















Area Percent / Library Search Report 


Information from Data Rile; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730911.D 

KAC 

14 Jul 201 0 12:47 

ASD 

11 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


Qual 


4.00 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 


Abundance 


Average of 3.975 to 4.070 min.:73'(J9~11.0'(-) 


60i 73 


. 162 I 190 i 220234249 266 281 296 313 329 347 365 3 ^ 4174324^^^^ 

40 ' ^ Jo 100 120 'l40 ioo' 180 2^6 220 240 260 280 300 32o' 340 3^6 3^0 406 420 44o 460 4^6 ; 


Abundance 


imicf3^2,1 -^] IFHazole, 2,3" 5,6-tetra hydro-6-phenyI- 

204 


Wz-> 4b' eb 80 100 120 140 160 180 200 220 240 26O 280 300 320 340 360 380 400 420 440 480 480 


730911 .D 


Tue Oct 25 14:51; 34 2011 


Page 4 


Folk OIG PRR 041583 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730911.D 

KAC 

14 Jul 2010 12:47 


ASD 

11 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

4 

4,78 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 


80 


60 


82 


Average of 4 7'47'lo 4 ^BOO mm.: 73’09"11 'D' (-' 


182 


40; 


20: 


42 


105 


01^4 


68 


122 j 198 

^33152166 j 


272 

I 215 231 246 i 286 


303 


329 348 376 399 419 439 466 483 499| 


hl/Z“> 40 60 

80 

Abundance 

82 

; 80i 


; 60^ 

1 

1 40; 

i 

] 

i 20 i'* 2 

i i 




182 


! 


68 i r 


122 




198 


214 244 


272 


303 


4b 60 80 100 120 140 160 180 200 220 240 280 3tl0 320 340 360 380 400 420 440 460 480 

730911,D Tue Oct 25 14:51:34 2011 Page 5 


Folk OIG PRR 041584 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730911.D 

KAC 

14 Jul 2010 12:47 


ASD 

11 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

5 

4.92 

C:\DATABASE\NIST98.L 





Pyrene 

000129-00-0 

49 



7H-Furo [3,2-g] [1]benzopyran-7-one, 

002009-24-7 

47 



Fluoranthene 

000206-44-0 

47 


Abundance 


AveWe^4-W1 To 
2Q2 


80: 


601 


40 


201 


103 

i 


51 


147 




76 

J 117 

174 


i J: : 133_^ 

i_ 188_ 


108 i 221 239253267281295 314 331345 361 376 399413428 451 480495; 


m/z-> 40 60 Sb 100 1^0 140 160 180 200 2^0 240 260 280 300 320 340 360 380 400 420 440 460 48o 


Abundance 

i i 


80 i 


202 




60: 


40 ; 


20 ! 


101 


q; 39 ^ y 122 151 174 

;m/z-> 40 60 80 100 'i20' 140 'lOo' 180 200 220 240 260' 280 30o' 320' 340' 360 380 400 420 4<lo 460' 480 


730911.D 


Tue Oct 25 14:51:35 2011 


Page 6 


Folk OIG PRR 041585 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\07_14_10\730912.D 

Operator : KAC 

Date Acquired : 14 Jul 2010 13:01 

Sample Name ; BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 



i i 

;Time-> 2.66 2.50 3.00 3.60 4.00 4.50 5.00 5,50 6.6o 6.50 7.00 7.50 8.0O 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


730912.D Tue Oct 25 14:51:40 2011 Page 1 


Folk OIG PRR 041586 


















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\07_14_10\730913.D 

Operator : KAC 

Date Acquired : 14^Jul2010 13:14 

Sample Name : 

Submitted by : ASD 
Vial Number : 13 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance TIC: 730913.D 

^ 6000000 ; 


5000000! 
4000000( 
3000000; 



Ret. Time 


Area Area % Ratio % 


2.051 337680 3.89 4.98 
2.289 247974 2.86 3.66 
3.997 1321808 15.22 19.50 
4.780 6777602 78.04 100.00 


730913.D Tue Oct 25 14:51:46 2011 Page 1 


Folk OIG PRR 041587 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\07_14_10\730913.D 

Operator : KAC 

Date Acquired : 13:14 

Sample Name : 

Submitted by : ASD 

Vial Number : 13 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality; 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2.05 C:\DATABASE\PMW_T0X2.L 

Cocaine-M/artifact -H20 
Metipranolol~M/artifact AC 
MDA-M (desmethylenyl-methyl- 


000000-00-0 98 

000000-00-0 17 

ME @ 000000-00-0 9 


Abundance 


80: 


60 i 


1^2 


Average of'2.0251o"2.126"min.:730913.0 (-) 


40^ 


181 


I 20 

42 

\ 


82 

122 

i 1 



57 


.... o 
o> 

138 166 I 

it! I i 

I O: 

'■ t-H“ :■ 

— ■> T -i 

[i 

r-i -1 74-: “■■■rT"; 

: I j ! 


40 

6b 

80 

100 120 

140 160 180 


197 221 242 265 282 305 321 338 364378 396410 444 468483 


Abundance 


80 


#3574: Cocai ne-M/aftifacf-H20 


P753 


1^2 

I 


60: 


40 ^ 


20; 


O': 


82 


106 


122 
J 138 


181 


166 


m/z-> 40 e'o 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 480 

730913.D Tue Oct 25 14:51:46 2011 Page 2 


Folk OIG PRR 041588 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : P:\Q3-2010\SYSTEM4\07_14__10\730913.D 

KAC 

14 Jul 2010 13:14 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integx'ator 


ASD 

13 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 90 



C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality 

: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

2.29 

C:\DATABASE\PMW TOX2.L 





Cocaine-M (methylecgonine) 

007143-09-1 

96 



Cocaine 

000050-36-2 

38 



Cocaine-M (methylecgonine) AC 

000000-00-0 

9 

Abundance 

Average of 2.2Wlo 27331 mm.: 730913.D (-) 

8^ 


( 

80: 


96 


I 


60 i 


40 i 


N2 


20 : 


55 


68 


m/z--> 4b 
Abundance 


80: 


112 


168, 


126^'*° 155 , ^32 


199 

. 213 233247 275 300314 335 349 368 384 400 422 450 466 


60 80 l60 120 140 160 180 200 220 240 260 280 3to 320 340 360 380 400 j20 440 460 

#467rCb^ne-M (melhylecgonine) P852 .. 

82 


60 J 


1 96 


40 


201 


0 ^. 


199 


112 


168 

140 155 I 


4b 60 8b 100 lio 140^ 1^ 260 280 300 3^0 340 360 380 400 4^0 440 460 


730913.D 


Tue Oct 25 14:51:47 2011 


Page 3 


Folk OIG PRR 041589 

















Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q3-2010\SYSTEM4\07_14_10\730913.D 

Operator : KAC 

Date Acquired : 13 :14 

Sample Name : 

Submitted by : ASD 
Vial Number : 13 

AcquisitionMe t h: DRUGS 
Integrator ; RTE 


Search Libraries': C: \DATABASE\SLI . L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


Qual 


4.00 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 


Abundance 


AveTa^f 3:97Tlo“470'6'61iTi n.: 73T^^ 


87 ImL 


_, i ; i 190 7 220235 253268282 300 325^357 373 39^407 442 466480 

m/z-> io 60 To ioo l2b"l4o' 160 ' 180 260 2io 240 260 2^0 'sbo abo' 340 360 abb 400 4ki 440 460 48b 


Abundance 


¥f26360: (mid^(2;i -“SltliiaYole; 
. 204 


-> 40 eb bo ibo 12b iio '160 180 200 22b’ 240' 200 280 300 32b' 34o' 36o 380 400 4ib 440 460' 480 


730913 .D 


Tue Oct 25 14:51:48 2011 


Page 4 


Folk OIG PRR 041590 


















Area Pex'cent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730913.D 

KAC 

14 Jul 2010 13:14 


ASD 

13 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


4.78 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


82 


"Average of4748 ^o 4.849 min.: 73'Cr9^157D (-) 


80 i 


60: 


40 ^ 


20 


42 


182 


105 


68 ; : . 


122 


i : j; J 138^52166 


198 


303 


272 


m/z-> 40 

60 80 

Abundance 

8,2 

00 

0 


! 60 i 


40 

I 

: 20:^2 


; 0 7':. 

m/z-'-> 40 

I j 

^ 68 ; ■ 

eb 80 


^ _ _ 215 230244258 ; 288 31i3333^ 441 456471 489! 

69 ' ^ l6o" 120 140 160 1^0 260 220 2^^ , 3^0 *320 340 360 380 400 4^ 440 460 480 1 

#29: COCAINE 


182 


105 


122 


.|3g152i66 


198 


214 244 


272 


303 


730913.D 


Tue Oct 25 14 r51:48 2011 


Page 5 


Folk OIG PRR 041591 














Area Percent / Library Search Report 


Information from Data File: 

File Name : F; \Q3-2010\SYSTEiyi4\07_14_10\730914 .D 

Operator : KAC 

Date Acquired ; 13:28 

Sample Name : 

Submitted by : ASD 

Vial Number : 14 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 
i 5000000j 
I 4000000: 
; 3000000] 



2000000! 


I 1000000; 

; ! 2.0$.29 

|rime-> 2.00 2.50 3.0O 


4.00 

I 

5 |i4.92 

3.50 4.06 ’ 4.50 loo ""5.50 ’ 6.00 6.50 7.00 7.60 S.bo 8.50 9.6o 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

2.053 

315040 

4.10 

5 

.29 

2.291 

200717 

2.61 

3 

.37 

3.999 

1061624 

13.81 

17 

. 82 

4.777 

5959129 

77.51 

100 

. 00 

4.919 

151242 

1.97 

2 

. 54 


730914.D Tue Oct 25 14:51:53 2011 Page 1 


Folk OIG PRR 041592 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730914.D 

KAC 

14 Jul 2010 13:28 


ASD 

14 

DRUGS 

RTF 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2.05 C:\DATABASE\PMW_TOX2.L 

Cocaine-M/artifact -H20 
MDA“M (desmethylenyl-methyl-) 
Vanillin AC 


000000-00-0 96 

ME @ 000000-00-0 25 

000000-00-0 17 


Abundance 


80: 


60 


1^2 


Average or27026 to 2.116 mj'n.: 730914^^^^^ 


40 


142 


20 


57 


82 


i 181 


122 


106 


138 i 166 


i, 197 214228 249 268 284 310325 344 359 380 397 417430444 467 497 


mlz-> 40 60 80 100 120 14o’ 160 180 266 22o" 240 260 280 300 3^0 340 360 380 460 420 lio 460 480 i 


Abundance 


152 


W:^4:13ocain^^^ 




80i 


60: 


40^ 


181 


201 


Wz-> °40 60 80 160 120 140 16 O 180 200 220 240 260 280 SOO' 320 340 3^0 380 400 4^0 440 46o 480 


82 


122 


106 


138 


166 : 


730914.D 


Tue Oct 25 14:51:53 2011 


Page 2 


Folk OIG PRR 041593 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q3-2010\SYSTEM4\07_14_10\730914.D 

KAC 

14 Jul 2010 13:28 


ASD 

14 

DRUGS 

RTE 


Search Libraries; C:\DATABASE\SLI.L Minimum Quality: 90 

C;\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 2.29 C:\DATABASE\PMW_TOX2.L 

Cocaine-M (methylecgonine) 
Cocaine 

Cocaine-M (methylecgonine) AC 


007143-09-1 96 
000050-36-2 39 
000000-00-0 9 


Abundance 


801 


82 

j 


96 


60: 


Average oT 2.264 to 2'.838 min:: 760014.0 {-) 


40^ 

42 

1 ! 

20i : 

o'1 


67 


112 168 _. 199 

! 126^^^154 : : 


214228243 265 281 312327342 366 386 416 


469 4941 


m/z^^> 40 ' e'd ' isV ' 1o6' 120 140' 160 180 2^0 2^6 '240 260 280 300 320 340 360 3^6 400 4^0 440 460' 4^0 | 


Abundance 


80 


60 


40: 


20i 


0- , : 


82 


96 


#467: Cocaine-M (melhylecgonlhe) "Plg"52 


199 


112 


168 

140 : 1S2 


Mz-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 3^0 400 420 440 460 480 


730914.D 


Tue Oct 25 14:51:54 2011 


Page 3 


Folk OIG PRR 041594 












Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q3-2010\SYSTEM4\07_14_10\730914.D 

Operator : KAC 

Date Acquired : 14 Jul 2010 13:28 

Sample Name : 

Submitted by ; ASD 
Vial Number ; 14 

AcquisitionMeth; DRUGS 
Integrator ; RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


Minimum Quality: 90 
Minimum Quality; 90 



Folk OIG PRR 041595 















Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F:\Q3-2010\SYSTEM4\07_14_10\730914.D 

KAC 

^^Jl^20^) 13:28 

ASD 

14 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT Library/ID 


CAS# Qual 


4 4.78 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


82 


or4T50To 


80 j 

1 

60| 

\ 

i 

i 

i 

I 40| 


CM _ 

0 

CM 

. 68 ; 

oU-i- 

_‘ ^ ^ 

m/z-> 40 

‘Jo 80 

Abundance 

1 

82 

80; 


60; 

; 


: 

40 i 


CM .. 

0 

CM 



182 


I 105 


ii 


122 


138 


152166 


198 


303 


272 


215229244258 i 286 317 333347 370 386 402 429 445 472486 | 


h/z-> 40 ‘ eri 80 100 120 140 160 180 200 220 240 280 2^0 300 320 340 3^ 400 42o' 440 460 4^0 I 

■^29:mCAfNE 


182 


105 


68 


122 


130152166 


198 


214 244 


303 

272 I 


:m/z-> 40 60 SO l6o 120 Uo’ l6o' 'l8o’ 260 220 240 '28O 48o’ 

730914.D Tue Oct 25 14:51:55 2011 Page 5 


Folk OIG PRR 041596 



















Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F: \Q3-2010\SYSTEM4\07_14__10\73 0 914 .D 
KAC 

14 Jul 2010 13:28 


ASD 

14 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


4.92 C:\DATABASE\NIST98.L 
Fluoranthene 
Pyrene 

7H-Furo[3,2-g] [1]benzopyran-7-one. 


000206-44-0 47 
000129-00-0 47 
002009-24-7 47 


Abifndance 

I 80 

60! 

40 

I 20 

i j 

i 

I ; 

Abundance 


Average of ^'SWTo 4f9“4'6'min.:T3Wr4.'D f) 

292 


51 


103 


76 J 117 


147 


174 


133 ! 188 j 219 236 253 281 304 328 345359373 391 420 452 477 494! 


I 


8b 160 120 'l4^ ii^o'^ 300 320 3 4 0 3 b b 3^0 4 0 0 4^0 4 4 0 46o' 480 

.. m 262 e 2 :Wu 6 fan[f\ene 

202 


80 i 


60 


40! 


101 


20^ i 

j j 



i 

1 

I ; 38 62 

i : J,. V: 

123 150 176 


I 


'm/z-> 40 60 80 100 120 140 160 180 2^0 220 240 260 280 300 320 340 360 3^0 4b0 420 440 460 460 

Page 6 


730914 .D 


Tue Oct 25 14:51:56 2011 


Folk OIG PRR 041597 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730926.D 

KAC 

14 Jul 2010 16:11 

BLANK 

1 

DRUGS 

RTE 


Abundance 

7000| 

I 6000i 

I 5000; 

I 4000 i j 

; 30001, 

! 

I 2000 f 

i 10001 

i 0^ 




:Time-'> 2,00 2.50 3.00 




Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS* 


730926.D Tue Oct 25 14:52:08 2011 Page 1 


Folk OIG PRR 041598 

















Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

n Data File: 

F:\Q3-2010\SYSTEM4\07 14 10\730927.D 

KAC 

14 Jul 2010 16:25 

COCAINE STD 

27 

DRUGS 

RTE 

Abundance 


TIC: 730927:cr .: 



4 

77 i 

3500000 




' 3000000 




! 2500000 



i 

I 2000000; 



: 

^ 1500000 



1 

1000000 



; 

I 500000 

I 0* 


i 



2.bo 2.60 ’ 3.00 

3.50 4.00 4.50 ' 

' 5.00 ' ' 5.50 ’ 6,00 ’ 7^ 7.56 ' 8.06 ' aso ' 9.00 ' 9.50 

Ret. Time 

Area 

Area % Ratio % 

4.773 

3688095 100.00 100.00 


730927.D Tue Oct 25 14:52;12 2011 Page 1 


Folk OIG PRR 041599 








Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\SYSTEM4\07 14 10\730927.D 

Operator 

KAC 

Date Acquired 

14 Jul 2010 16:25 

Sample Name 

COCAINE STD 

Submitted by 
Vial Number 

27 

AcquisitionMeth 

DRUGS 

Integrator 

RTF 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 

: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.77 

C:\DATABASE\SLI.L 

COCAINE 

000050-36--2 

99 


Abundance 


80 i 


82 


Ay^e6i4T47W4:Bm (-) 


182 


60 ; 


40 i 


20 ; 


42 


68 


i 105 


:■ ! 122 


m/z*-> 40 


138152166 


198 


303 


272 

212 227242257 I 288 


326341355 372 389404 419 440465 482 498; 


60 80 100 120 140 160 180 260 220 240 260 2^0 300 320 340 360 3^0 400 420 440 460 480 


Abundance 


80 




60 


40 


20 ; 


8,2 


182 


105 


42 


68 : 


122 


198 


272 


303 


m/z-> 40 


,:M, :138lf 166 ; . 244 > ; 

60 80 iob 120 140 i^O i^O 200 220 240 260 2^0 300 320 340 360 380 400 420 440 460 480 


730927.D 


Tue Oct 25 14:52:13 2011 


Page 2 


Folk OIG PRR 041600 



















